From: 

Sent: 

To: 

Subject: 

Attachments: 


Microsoft Outlook [MicrosoftExchange329e71ec88ae4615bbc36ab6ce41109e@nc.gov] 

1/29/2018 2:50:54 PM 

Swain.Wood@nc.gov 

Undeliverable: FW: mou-pipeline.pdf 

FW: mou-pipeline.pdf 


Your message 

To: 

Subject: 

Sent: 


Swain.Wood@nc.gov 
FW: mou-pipeline.pdf 
1/29/2018 2:50:52 PM 


Delivery has failed to these recipients or groups: 

Swain.Wood@nc.gov (Swain.Wood@nc.gov) 

The e-mail address you entered couldn't be found. Please check the recipient's e-mail address and try to resend the 
message. If the problem continues, please contact your helpdesk. 


Diagnostic information for administrators: 

Generating server: NCWWDITMXCHB37.ad.ncmail 
Swain.Wood@nc.gov 

#550 5.1.1 RESOLVER.ADR.RecipNotFound; not found ## 

Original message headers: 

Received: from gcc01-dm2-obe.outbound.protection.outlook.com (23.103.198.49) 
by cas35.mail.nc.gov (10.53.71.164) with Microsoft SMTP Server (TLS) id 
14.3.195.1; Mon, 29 Jan 2018 14:50:53 -0500 
Received: from SNlPR09MB0942.namprd09.prod.outlook.com (10.162.102.142) by 
SNlPR09MB0943.namprd09.prod.outlook.com (10.162.102.143) with Microsoft SMTP 
Server (version=TLSl_2, cipher=TLS_ECDHE_RSA_WITH_AES_256_CBC_SHA384_P256) id 
15.20.444.14; Mon, 29 Jan 2018 19:50:52 +0000 
Received: from SNlPR09MB0942.namprd09.prod.outlook.com ([10.162.102.142]) by 
SNlPR09MB0942.namprd09.prod.outlook.com ([10.162.102.142]) with mapi id 
15.20.0444.016; Mon, 29 Jan 2018 19:50:52 +0000 
Content-Type: multipart/mixed; 

boundary="_000_SNlPR09MB0942689FC25FF61CAED8B0D7F9E50SNlPR09MB0942namp_" 
From: "Zilber, Susan L" <susan.zilber@nc.gov> 

To: "Swain.Wood@nc.gov" <Swain.WoodQnc.gov> 

Subject: FW: mou-pipeline.pdf 
Thread-Topic: mou-pipeline.pdf 

Thread-Index: AdOZ01FOT6AlGtVzT62Gkt8jqqAIOAAABTlw 
Date: Mon, 29 Jan 2018 19:50:52 +0000 
Message-ID: 

<SNlPR09MB0942689FC25FF61CAED8B0D7F9E50@SNlPR09MB0942.namprd09.prod.outlook.com> 
Accept-Language: en-US 
Content-Language: en-US 
X-MS-Has-Attach: yes 







